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lo The Kccltc-ftichter i lant on larcchr.uerstrasj^ TH berlin U 1 7 , ~»romuuC~U)~[u~r J eo~o 3 
(Froescr), barometer charters (barokamern) , cabinets for testing rlteri'ls 
rc.ricerat^n': machines, counters (l.ndentische), Schopper cabinets ( dchopnor- 
schrnenkc) , ant; laboratory installations. * Freon 12 and 22 and propone we r- used 
as refrigerating agents . ** Freesin g tesperatureo of r.inus 70 degrees C to ninus 
75 decrees C rrerc reacncc nth these refrigerating agents, 'fter the plant 
obtained a bottle of Freon 13 in aW-1950 the temperature could be lowered to 
r.inus 100 c.egreos centigrade. The use of propane was supposed to bi suspended 
on ooviot order because of the danger of explosion. However, the use of oropanu 
as a refrigerating agent could rot be abandoned at the tire because Freon, ar 25X1 X 
oeviy ^mwl^rgortoc from the test, was not available in sufficient -mantled. 

production of refrigerating; machines in the Kaeltc Kichter^^^^ 
Plar.t ooulc co harrperoc extraordinarily if the Tostcrn Freon shipments wore com- 
pletely blocxeo, because the refrigerating; machines would then have to be onerated 
only TTith tnc Cancerous propane. 

2. The -Soviets demanded that the refrigerating machines rust reach, a temperature 
<>f st leas: minus 100 octrees C within an hour. *»* As only propane and Freon 12 
22 were available as refrigerating agents, it was planned to reach Iho 100 
decree narl: by the installation of additional cor.presuors . The ro r ri' matinr 
naenmes served for testing textiles, r.itals me foods as -.ell as for all 
4 :i;.ds o:. research pueposeo, \ Poscov; institute r/no scic to use the rachinoo 
.or veretaolf research aired at : r emoting the cultivation of the of 

* iC j f r - rigor; ting machines wore allegedly also used for atomic 
rc.r.arc." ..... .....re grcLUC^cn c. i-'.c plar.t v.t.c skipped to the i;. after 

25X1 A L ' cn -• Uvcc m<. accepted by doviet engineers. 


3 - £ SSS^W/^, 7 11 ' -«ehl^utorat" Plant at 27/2? .-.cgelfliecerdarr.. in 

Jo ; nn..th.l (. ^o. - ,ii) vrnii scacculeu to start the oar,c production os l o r aclte- 

ly C '^ountS lo S/ WnbCr ^ W>rlror ° ^ ° rfiCG “-Pl^os of this plant ‘alleged- 

L. dost of the material for the refrigerating machines is delivered from the Soviet 
..one o In addition to the reono nc, tior.ee, tl:o drawn evaporator 

tuten all haa to be ir.ported Iron Western Germany* 
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B UM Sorrsonl. "Ladentische" probably arc counters into -which c refrigerating 
coyico has boon instsfi led. "3chopperscbrfienko M probably neaaj refrigerators 
built -Dr the Louis Schoppor 11 ant in Leipzig ( ’• £2/K 21). The houic Schopper 
riant is sn enterprise of the Tribor PAG. Its production includes material 
tectin; machines, machines for grain tests, scientific apparatuses for paper, 
insulation material and rietcl industries. 

HBB ' on-inrit - "Freon * la the technical designation for difluordicHLoraethane, 
a nor.po is snobs and noncoEbuatible gfes, c specially suited to serve as a refri- 
gerating front. Freon is supplied to the Kselte-Jlichter Plant by the I.:’.. Farben 
Kaofc in Fran : :f urt/Hal n-I'oechat . 

WKM dor.'u-ient, tile Soviets ordered the Kaelte- 


II vorinent. tile Soviets ordered the Kaelto- 

Richter Plant ~n the fall of I2>0 to produce as fast as possible refrigerating 
machines which Could roach t» tempd nature- of minus 200 degrees C. After several 
tests, IhohaelteRichter Pint allegedly succeeded in reaching the 200 degree 
nark in 
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